Clean Energy Future Committee 


Date: Friday September 27 
Time: 8:00 a.m. 

Location: Lyons Hearing Room, Arlington Town Hall 

Agenda 

1. Review & Approve Minutes from the 5/24/19, 6/28/19 and 8/8/2019 meetings 

2. Update & discussion on MAPC / 3-Town Net Zero Planning 

a. Volunteers needed for GHG inventory training and data entry 

b. Volunteers needed for public engagement efforts 

c. Review draft net zero plan development timeline 

d. Review initial list of draft mitigation measures 

3. Other business 

4. Next meeting is October 25, 2019 



